HOTEL MYON 

TIFTON, GEORGIA 

U. S. 41, U. S. 82, U. S. 319, GA. 125 
Nearest Routes to All Florida Points 


A Truly Modem Hotel 
Where Real Southern Hospitality Abounds 
Genuine Southern Cooking. 
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HOTEL MYON — TIFTON, GA. — MRS. I. W. MYERS 








